Exhibit A 



Exhibit A - "This checkpoint is under video surveillance" 




Exhibit B 



Exhibit B - Four Camera Domes Visible from Public Area 




Exhibit C 



Exhibit C - Nine Camera Domes Visible from Secure Area 




